PREFACE

IN presenting to the public a new table of Logarithms, two things
particularly demand the attention of the editor-r-their correctness*
and the facility with which they can be used by computers. In
order to give confidence in their accuracy, it is necessary that the
calculations should be true, and their results correctly printed and
that the means by which this has been attempted to be accom-
plished should be fully stated

The following arrangement was adopted for the purpose of insur-
ing accuracy in the printing.

A copy of the stereotype logarithms of Callet was carefully read
over with the folio edition (1794) of Vega's logarithms, to ten
figures, and whenever the last figure in Callet's logarithms was
found to have been increased, it was marked with red ink. All the
terminal figures thus marked were to be printed with a dot below
them.

Types were cast having dots below the figures, and also others
with the figures smaller than those in the body of the table These
latter were to be employed whenever the third figure of the loga-
rithm changed.

The proofs of the present tables were read three times: 1st, with
the marked copy of Callet's logarithms;. 2dly, with a copy of
Button's logarithms, fourth edition, 1804; 3dly, with a copy of
Vega's logarithms, folio, 1794.

They were now received from the printer, and were again com-
pared with the logarithms of Vega as far as 100,000; the last 8,000
being read with those of Callet. 5thly, The first 20,000 were read
with those in the Trigonometria Artificialis of Briggs. Folio.
Goudffi, 1633.

They were next returned to the printer, and stereotyped, and the
proofs from the plates were read ; Gthly, with the logarithms of Vega
a& far as 47,500; 7thlv with the whole of the logarithms of Gardiner,